To:  Ward,  W.  Robert[Ward. Robert@epa.gov] 

From:  Ostrander,  David 

Sent:  Thur  9/24/201 5 4:39:20  PM 

Subject:  FW:  GKM  Final  Draft  Action  Memo  (Please  Review  Your  Regional  Portions  for  Accuracy 

Especially  the  Emergency  "Verbal  Approved"  Ceiling  and  Proposed  Ceiling 

09.18.15  Draft  Final  AM  Gold  King  Mine  Release.docx 


From:  Moore,  Gary 

Sent:  Friday,  September  18,  2015  3:31  PM 

To:  Ostrander,  David;  Crossland,  Ronnie;  Meer,  Daniel 

Cc:  Webster,  Susan;  Williams,  Laura;  Allen,  HarryL;  Way,  Steven;  Calanog,  Steve;  Foster, 
Althea;  Quinones,  Edwin;  Sisk,  Richard;  BERMAN,  TESSA 

Subject:  GKM  Final  Draft  Action  Memo  (Please  Review  Your  Regional  Portions  for  Accuracy 
Especially  the  Emergency  "Verbal  Approved"  Ceiling  and  Proposed  Ceiling 


Hello  All: 


Before  this  goes  to  HQ  for  final  review,  I wanted  it  to  be  reviewed  from  the  Regions.  I need 
your  comments  back  by  Monday,  September  21  so  that  we  can  finalize  this  and  have  Region  8 
forward  on  to  HQ  for  a review  prior  to  getting  signatures.  I am  hoping  there  will  not  be 
significant  issues  since  most  have  seen  this  as  it  has  gone  through  development. 


For  Region  9,  I am  not  sure  exactly  what  the  has  been  from  the  State  of  Arizona.  Please  make 
sure  this  is  covered  appropriately. 


Thanks 


Gary  Moore 

Federal  On-Scene  Coordinator 
U.S.  EPA  Region  6 
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